2017-2018 Approved Positive Alternatives Grant Budget 


Organization: 


Nurse Manager Salary 
Staff Nurse Salary 
Ultrasound Machine 
Medical Equipment 
Medical Supplies 
Medical Training 
STI Tests 

Electronic Office Equipment 
Patient Education 
Material Baby Supplies 
Office Supplies 
Total Expenses 




Pregnancy Care Center of LaGrange 


$17,188 

$14,583.00 

$30,666.00 

$9,000.00 

$1,500.00 

$16,500.00 

$2,485.00 

$1,938.00 

$290.00 

$1,200.00 

$ 1 , 200.00 

$96,550 



